24       DOCKETED ITEMS

9106180078 Forwards safety insp rept 50-244/91-10 on 910415-0520.No violations
noted.

JOHNSON J.R. Region 1 (Post 820201). 91/06/05. MECREDY.R.C. Rochester Gas &
Electric Corp. 4pp. 58120:207-58120:221.

-9106180082 Safety insp rept 50-244/91-10 on 910415-0520.No violations noted.Major
areas inspected:piant operatipns.radiological controls.maint & surveillance,emergency
preparedness, security & engineering/technical support.
MCCABE.E.C. Region 1 (Post 820201), 91/05/31. 11pp. 58120:211-58120:221,

9106200244 Forwards safety insp rept 50-244/91-11 on 910422-26.No violations ob-
served.

BETTENHAUSEN.L Region 1 (Post 820201). 91/06/06. MECREDY.R.C. Rochester
Gas & Electric Corp. 3pp. 58200:249-58200:263.

-9106200251 Insp rept 50-244/91-11 on 910422-26.No deficiencies identified.Major
areas inspected: maint program weaknesses identified during MTI & updated status of
items opened by safety sys functional insp.

TAYLOR.D., BAUNACK.W., QLIVEIRA.W. Region 1  (Post 820201). 91/05/30. 12pp.
58200:252-58200:263.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
end

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106180281 Responds to NRG 910509 Itr re violations noted in Resident Insp Rept 50-
244/91-07.Corrective actions:directive issued to plant personnel reernphasizing hold
requirements for providing safe work area for personnel.

MECREDY.R.C. Rochester Gas & Electric Corp. 91/06/10. MARTIN.T.T. Region 1
(Post 820201). 4pp. 58165:336-58165:339.

R. Periodic operating reports & related correspondence

9106250104 Monthly operating rept for May 1991 for RE Ginna Nuclear Power Plant.W/
910615 Itr.

DODGE.R.E,   MECREDY.R.C.  Rochester  Gas  &   Electric Corp.   91/05/31.   5pp.
58221:058-58221:062.

DOCKET 50-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9106030243 Forwards Safety Insp Rept 50-245/91-03 on 910217-0408 & notice of vio-
lation.

WENZ5NGER.E.C. Region 1 (Post 820201). 91/05/21. MROCZKA.E.J. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). 3pp. 57915:132-57915:157.

-9106030250 Insp Rept 50-245/91-03 on 910217-0408.Violations noted.Major areas
inspected:plant   operations/adiologica!   controls,   maint/surveillance,security,outage
activities.licensee self- assessment & periodic repts.
KELLY.E.M. Region 1 (Post 820201). 91/05/20.21 pp. 57915:137-57915:157.

9106070179 Forwards request for addl info re EOPs.including confirmation that temp
indication.shell side water level & reactor pressure vessel pressure response function-
ing as designed.

JAFFE,D.H Project Directorate I-4. 91/06/03. MROCZKA.E.J. Connecticut Yankee
Atomic Power Co. 3pp. 58017:144-58017:146.

9106200176 Responds to NRC 910502 Itr re violations noted in Insp Repts 50-245/91-
07,50-336/91-10 & 50-423/91-08 on 910408-12. Corrective actions:procedural re-
quirements for air sampling & engineering controls reinforced w/heatth physics staff.
MROCZKA,EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 91/06/14.
Document Control Branch (Document Control Desk). 7pp. 58202.001-58202:007.

9106250152 Forwards safety insp rept 50-245/91-06 on 910409-0520. No violations
noted.

WENZINGER.E.C. Region 1 (Post 820201). 91/06/14. MROCZKA.E.J. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). 3pp. 58211:063-58211:100.

-9106250154 Insp rept 50-245/91-06 on 910409-0520.No violations noted. Major areas
inspected: plant             operations,radiological            controls.maint.surveillance.outage

activities.licensee self-assessment & periodic repts.
KELLY.E.M. Region 1 (Post 820201). 91/06/14. 35pp. 58211:066-58211:100.

9106170240 Revised EPIPs.including rev 37 to 1.02,Rev 23 to 1.03,Rev 14 to 1.05,Rev
7 to 1.06.Rev 1 to 1.07,Rev 16 to 3.01,Rev 12 to 4.01,Rev 18 to 4.02,Rev 7 to
4.06,Rev 7 to 4.07,Rev 8 to 4.08,Rev 7 to 4.09,Rev 14 to 4.10 & Rev 1 to 4.11.
* Northeast Utilities. 91/06/15.150pp. 58166:001-58166:346.

9106260096 Informs NRC staff of scheduled annual emergency preparedness exercise
at Millstone Nuclear Power Station for 910926.

MROC2KA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKAEJ, Northeast Utilities. 91/06/19. LAZARUS.WJ. Region 1 (Post 820201 .
2pp. 58226:199-58226:200.

H. General correspondence

9106040047 Comment opposing proposed rules 10CFR71.170 & 171, "Rev of Fee
Schedules;100% Fee Recovery."

SEARS,C.F. Connecticut Yankee Atomic Power Co. 91/05/17. CHILK.SJ. Office of
the Secretary of the Commission, 3pp. 57891:084-57891:086.

9106110023 Forwards revised distribution lists for correspondence from NRC.
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Nu-
ciear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91 /
06/06.   Document  Control Branch   (Document Control   Desk).   10pp.  58095:253-
58095:262.

K. Utility Final Safety Analysis Report (FSAR) & amends

9106180130 Rev 5 to updated FSAR for Millstone Nuclear Power Station Unit 1.VW
910611 Itr.

DAMICO.L.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). DAMICO.LJ.
Northeast Utilities. 91/06/11. 725pp. 58150:177-58151:246.

P. Operating license stage documents & correspondence

9106030107 Submits revised drywell temp profile used for equipment environ qualifica-
tion of electrical equipment at Millstone Unit 1 & request that NRC rescind EEQ ex-
emption for drywell spray Valves LP-15A/B & LP-16A/B.

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.E.J. Northeast Utilities. 91/05/24. Document Control Branch (Document
Control Desk). 4pp. 57915:165-57915:168.

9106050119 Responds to 910509 Itr re break in dry instrument tube during in-vessel
maint on 910501.No airborne contamination resulted from incident & no release of ra-
dioactive matl occurred.

TAYLORJ.M. Ofc of the Executive Director for Operations. 91/05/24.
LIEBERMAN.J.I. Senate. 6pp. 57902:081-57902:087.

-9106050127 Responds to concerns about break in tube during equipment change at
plant.which resulted in release of radiation.NRC will be reviewing incident as part of
insp process.

LIEBERMAN.J.I. Senate. 91/05/09. CARR.K. Commissioners (Post 750119). 1p.
57902:087-57902:087.

9106060147 Forwards operability assessment.documenting criteria used to evaluate fa-
cility MOVs & clarifying 901210 Itr re Generic Ltr 89-10,Suppl 3, "Safety-Related
Motor-Operated Valve Testing & Surveillance."

MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.E.J. Northeast Utilities. 91/05/30. Document Control Branch (Document
Control Desk). 56pp. 58010:227-58010:283.

9106060289 Forwards environ assessment & finding of no significant impact re leakage
test requirements per App J of 10CFR50, section III.C.

BOYLE.M.L Project Directorate I-4. 91/05/30. MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. 2pp. 57935:019-57935:024.

-9106060297 Environ assessment & finding of no significant impact re exemption from
requirements of 10CFR50,app J.
STOLZ.J.F. Project Directorate 1-4. 91/05/30. 4pp. 57935:021-57935:024.

9106100392 Forwards list of all ISAP topics.update on open items,active topic
reviews.new topics to be added & summary table of ISAP ARM scores & installation
man-rem for each project evaluated.

ROMBERG.W.D. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
ROMBERG.W.D. Northeast Utilities. 91 /OS/31. Document Control Branch (Document
Control Desk). 40pp. 58092:112-58092:151.

9106070179 Forwards request for addl info re EOPs.including confirmation that temp
indication.shell side water level & reactor pressure vessel pressure response function-
ing as designed.

JAFFE.D.H. Project Directorate I-4. 91/06/03. MROCZKA.E.J. Connecticut Yankee
Atomic Power Co. 3pp. 58017:144-58017:146.

9106100117 Informs that 910531 integrated schedule update w/necessary mods to
achieve isolation of containment purge & vent valves on high containment radiation
during 1993 refueling outage deemed acceptable.

JAFFE.D.H. Project Directorate I-4. 91/06/05. MROCZKA.E.J. Connecticut Yankee
Atomic Power Co. MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast
Utilities). 2pp. 57994:291-57994:292.

9106110269 Forwards SE & exemption from 10CFR50,App J leak rate testing require-
ments for listed penetration.Exemptions for penetrations X-20,21,22,42.15.2Q4A.B & C
& 210A.B & C unacceptable.

BOYLE.M.L Project Directorate 1-4. 91/06/05. MROCZKA.E.J. Connecticut Yankee
Atomic Power Co. MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast
Utilities). 2pp. 58098:275-58098:288.

~9106110275 Exemption from 10CFR50,App J.Type C leak rate testing requirements for
penetrations in containment atmosphere control sys lines.Exemption denied for dernin-
eralized water sys supply line & RWCU sys vent line into torus.

VARGA.S.A, Division of Reactor Projects - l/ll (Post 870411). 91/06/05. Connecticut
Yankee Atomic Power Co. 5pp. 58098:277-58098:281.

-9106110280 Safety evaluation granting in part & denying in part, requests for relief
from App J Type C testing for listed penetrations.

*   Office of Nuclear Reactor Regulation, Director (Post 870411).  91/06/05.  7pp,
58098:282-58098:288.

9106170074 Forwards Rev 14 to QA program.

MROCZKA,EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.EJ. Northeast Utilities. 91/06/06. Document Control Branch (Document
Control Desk). 3pp. 58147:025-58147:168.

-9106170083 Rev 14 to QA program.

*  Northeast Utilities. 91/06/30. 100pp. 58147:028-58147:168.

9106140195 Discusses fitness-for-duty drug testing batching requirements for Millstone
Nuclear Power Station.Units 1,2 & 3.

MROCZKA.E.J, Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.EJ. Northeast Utilities. 91 /
06/10. Document Control Branch (Document Control Desk). 2pp. 58126:348-
58126:349.

9106140122 Forwards Amend 54 to License DPR-21 & safety evaluation. Amend re-
vises Tech Specs to change min critical power ratio from 1.04 to 1.07 & revises Sec-
tion 3/4.11, "Power Distribution Limits" to reflect Cycle 14 operation
JAFFEAH. Project Directorate I-4. 91/06/11. MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast
Utilities), 3pp. 58113:282-58113:320.

pp. 57914:345-57914:353.er,radiation protection for each unit.
